The diagram below shows the wiring and associated signals for a 9 pin to 9 pin 
serial cable required to connect the Orion transceiver to a standard PC. If you purchase 
a premade serial cable it should be a straight through cable. 


Computer Pin Orion 

CD. 1 N.C. 

RXD 2 Serial Data Out 

TXD 3 Serial Data In 

DTR. 4 N.C. 

GND 5 GND 

DSR. 6 N.C. 

RTS (out) 7 RTS (in) 

CTS (in) 8 CTS (out) 

RI. 9 N.C. 
COMPUTER 


Wiring for 9-pin female to 9-pin male cable. 
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